To:  Rudy,  Michael[Rudy. Mike@epa.gov] 

From:  Sisk,  Richard 

Sent:  Mon  8/10/2015  9:10:57  PM 

Subject:  FW:  Gold  King  Work  Plans  - schedule 

GK8-51  Work  Plan.pdf 

RnB-Gold  King  - Schedule  - Rev2.xlsx 


Richard  Sisk 
Attorney 

U.S.  EPA  Region  8 
ENF-L 

1595  Wynkoop 
Denver,  CO  80202-1129 

Phone:  303-312-6638 
Fax:  303-312-6409 

E-mail:  sisk.richard@epa.gov 

NOTICE:  The  information  contained  in  this  e-mail  is  intended  only  for  the  use  of  the  recipient(s)  named 
above.  This  message  and  any  attachments  may  contain  confidential  or  privileged  information.  If  the 
reader  is  not  the  intended  recipient  or  an  agent  responsible  for  delivering  it  to  the  intended  recipient,  you 
have  received  this  document  in  error  and  any  review,  dissemination,  disclosure,  distribution,  use,  or 
copying  of  the  contents  of  this  message  is  strictly  prohibited.  If  you  have  received  this  communication  in 
error,  please  notify  me  immediately  by  e-mail  or  telephone  and  destroy  all  copies  of  the  original  message 
and  any  attachments. 


From:  Way,  Steven 

Sent:  Monday,  August  10,  2015  10:51  AM 
To:  Sandoval,  Joni;  Williams,  Laura 
Cc:  Sisk,  Richard 

Subject:  Gold  King  Work  Plans  - schedule 


Attached  are  the  previously  approved  work  plans  for  the  ERRS  work  and  the  overall  project 
schedule  including  the  Red  and  Bonita  portion. 


Steve 


Steven  Way 


1785332 


ED  000552B  00064017-00001 


Federal  On-Scene  Coordinator 


Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 


Office:  303-312-6723 


1785332 


ED  000552B  00064017-00002 


